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FULL SCREEN EDITOR (FSEDIT) RM (NOS 1 & 2) . 

NETWORK JOB ENTRY FACILITY (NJEF) IHB (NOS 2) . 

NETWORK JOB ENTRY FACILITY (NJEF) RM (NOS 2) ... 

NETWORK TRANSFER FACILITY (NTF) USAGE (NOS/VE) .. 

TIELINE/NP V2 IHB (L642) (NOS 2) .. 

WREN II HALF-HEIGHT 5-1/4" DISK DRIVE . 

CDCNET DEVICE INTERFACE UNITS . 

CDCNET ETHERNET EQUIPMENT . 

COMPUTER MAINTENANCE SERVICES - DEC . 

WREN II 5-1/4" RLL CERTIFIED . 

SOFTWARE SUPPORT SERVICE FOR DEC SYSTEMS . 

CYBER 932 COMPUTER SYSTEMS . 

COMPUTER SYSTEMS PRODUCT LINE BROCHURE . 

F4VE ... 

TRACTS ... 

SUPERCOMPUTING SERVICES FOLDER . 

EQUITY PROGRAM .... 

NEW PRODUCT FOLDER (ENGINEERING SERVICES) ... 

TOTAL SYSTEM SERVICE - PROACT . 

SPARES/EXCHANGE PROGRAM .. 

BIG HARD DISKS (ARTICLE REPRINT 6/88) . 

SABRE SERIES DISK DRIVE OPTIONS AND ACCESSORIES ... 

WREN II HALF-HEIGHT "AT" 5-1/4" DISK DRIVE . 

CAPACITY MANAGEMENT/PERFORMANCE SERVICES FOLDER . 

PHOENIX BROCHURE . 

MAGNETIC TAPE . 

DISK PACKS & CARTRIDGES . 

MMSS (METEOROLOGICAL MESSAGE SWITCHING SYSTEM) BROCHURE . 

COMPUTER MAINTENANCE SERVICES - TOPP . 

ICEM NUMERICAL CONTROL USER GD (NOS/VE) . 

GRAFMAKER UG APPEN.B DI-TEXTPRO VI (OBSOLETE REPL BY 41618588) 

ORACLE SQL*PLUS REFERENCE GD ... 

ORACLE SQL*NET USER GD .... 

ORACLE INTRODUCTION TO SQL*CALC (FOR LOTUS) ... 

ORACLE SQL*CALC USER GD... 

ORACLE SQL*CALC REFERENCE CARD .. 

ORACLE INTRODUCTION TO EASY*SQL . 

ORACLE EASY*SQL USER GD . 

ORACLE SQL*MENU USER GO . 

ORACLE SQL*REPORT USER GO... 

ORACLE INTRODUCTION TO SQL . 

SIGNATURE PAYROLL QUICK REFERENCE GD . 

SIGNATURE PAYROLL SERVICES CUSTOMER FILE .. 

ZENITH Z-130/Z-140 PC SERIES SERVICE GD... 

ORACLE SQL*PLUS QUICK REFERENCE ... 

ORCHESTRATOR TUTORIAL - PAYROLL .. 

FR205-B (FV720-B) CYBER CHAN CPLR HMM . 

ICEM V2 IGES TRANSLATORS RM . 

ICEM V2 IGES TRANSLATORS RM . 

ICEM V2 IGES TRANSLATORS RM.. 

INSTALLATION & INSTRUCTIONS ... 

BS231-A SNSS HMM V0L.2 (DIAGRAMS) .... 
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[2-10] 
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[2-10] 
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[2-11] 
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[2-10] 
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[2-08] 


[3-11] 


[3-09] 


[2-02] 

A 

[2-07] 

A 

[2-07] 


537 BAND PRINTER OG .. 

537 BAND PRINTER INSTALUTION INSTRUCTIONS ... 

537 BAND PRINTER MAINT .... 

537 BAND PRINTER PARTS CATALOG .. 

ICEM V2 FACILITIES RM .. 

ICEM V2 FACILITIES RM.. 

ICEM V2 FACILITIES RM . 

ICEM BEND/UNBEND RM ..... 

ICEM BEND/UNBENO RM . 

lOU L0-L3 OIAGS HMM VOL.l (962-11/31/32, AT511-A,AT512-A,AT513-A). 

CAM-APT-SURF USER GO & RM .. 

CAM-APT-SURF USER GO & RM . 

ICEM ELECTRONICS ED-LAYOUT/DDN INTERFACE USER/RM .. 

ICEM ELECTRONICS ED-LAYOUT/DDN INTERFACE USER/RM ... 

ICEM ELECTRONICS E0-5CHEMATICS/ASPEC INTERFACE USER/RM . 

ICEM ELECTRONICS ED-SCHEMATICS/SYSCAP INTERFACE USER/RM . 

ICEM ELECTRONICS EO-SCHEMATICS/MENTOR INTERFACE USER/RM .. 

ICEM ELECTRONICS OPTIMOS USER/RM . 

DUCT V4.4 RM . 

DUCT V4.4 RM . 

AMIGAS II PROGRAMMERS RM . 

ICEM ELECTRONICS/UNIPLOT INTERFACE USER/RM . 

ICEM ELECTRONICS/UNIPLOT INTERFACE USER/RM . 

CYBER 96X MAINT SOFTWARE LIBRARY RM (TEST DESC/TEST PROC) . 

ICEM PLUS MENUS USER GO . 

ICEM PLUS MENUS USER GO . 

ICEM PLUS MENUS USER GD ... 

ICEM PLUS MENUS USER GD . 

7155 DISK STORAGE TSG . 

MSL 15X OFF-LINE MAINT SOFTWARE LIBRARY RM (815,825,835,845,855) . 

MSL 15X OFF-LINE MAINT SOFTWARE LIBRARY RM (810-860) .. 

MSL 15X OFF-LINE MAINT SOFTWARE LIBRARY RM (990) . 

MSL 15X OFF-LINE MAINT SOFTWARE LIBRARY RM (960/962) . 

CYBER INITIALIZATION PACKAGE (CIP) RM . 

CYBER INITIALIZATION PACKAGE (CIP) RM . 

CYBER INITIALIZATION PACKAGE (CIP) RM .. 

MAINT REGISTER CODES BOOKLET (815-855) . 

MAINT REGISTER CODES BOOKLET (810-870A) .... 

MAINT REGISTER CODES BOOKLET (990,990E,995E). 

MAINT REGISTER COOES BOOKLET (992,994) ... 

CYBER 170/180 MODELS 845/855 SEC.2 SYSTEM DATA SPM . 

A0118-A WATER COOLING SYSTEM HMM . 

CYBER 180 WATER COOLING SYSTEM HMM (990,990E,995E) . 

CYBER 180 WATER COOLING SYSTEM HMM (840-860,840S,845S,855S,840A-870A) - 

CYBER 200 MOD 205 CM WATER COOLING SYSTEM HMM . 

CP/CM L0-L3 DIAGRAMS HMM (5 VOLS) (990,990E,995E) .. 

CP/CM MAINT, PARTS DATA HMM (840,850,860) .. 

5870 PRINTER USERS RM (NO LONGER AT LDS - CONTACT XEROX) 

EPIC RM (NO LONGER AT LDS - CONTACT XEROX) 

40-100 PROCESS INTERFACE CONTROLLER HMM . 

THEORY OF OPERATION HMM (AA161-B,AT682-B,AT463-B) ... 

HRM (AA161-B,AT462-B,AT463-B) . 


6.00 

22.00 


63.00 
98.00 A/D 
98.00 A/D 
38.00 A/D 
38.00 A/D 
10.00 A/D 
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38.00 A/D 
9.00 A/0 


44.00 A/D 
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9.00 A/D 
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+ 60469016 
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r 60494519 
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r 60497300 
r 60497300 
r 60497300 

- 62940331 

- 62940504 
+ 62940521 
+ 62940522 
+ 62940523 
+ 76070010 

- 83324760 

- 83324760 
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r 83324860 
r 83324890 
r 83325110 
r 83325370 
r 83325470 

- 83325600 
r 83325670 
r 83325870 
+ 83327110 

83327120 
+ 83327130 
+ 83327140 

- 84000050 

- 84001380 
r 84004160 
r 84004290 

- 84004870 

r GF60000191 
+ GF60000390 
GF60000391 
+ GF60000392 
+ GF60000393 
r GF60400300 
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[4-10] CYBER 170 MODELS 815S/825S SEC.2 SYSTEM DATA SPM ... . 

[2-07] ICI CHANNEL OPTION HMM (AA161-B,AT462-B,AT463-B) . 

[2-14] CYBER 930 INSTALLATION 60 . 

[2-14] CYBER 930 MAINTENANCE GD . 

[3-14] CYBER 930 GUIDE TO OPERATIONS ... 

[3-08] CYBER LOADER VI USER GD . 

[3-12] CYBER LOADER VI USER GO . 

[3-15] FORTRAN SUMMARY . 

[3-14] BASIC SUMMARY . 

[3-15] IM/FAST ADMINISTRATION USAGE .. 

[3-15] IM/FAST PROGRAMMING USAGE . 

[3-16] MIGRATION FROM NOS TO NOS/VE TUTORIAL/USAGE . 

[3-16] MIGRATION FROM NOS/BE TO NOS/VE TUTORIAL/USAGE . 

[3-16] MIGRATION FROM NOS/BE TO NOS/VE STANDALONE TUTORIAL/USAGE . 

[3-02] CONTROL DATA SOFTWARE SUPPORT SUMMARY CARD .. 

[3-08] CONTROL DATA SOFTWARE SUPPORT SUMMARY CARD .. 

[3-14] CONTROL DATA SOFTWARE SUPPORT SUMMARY CARD . 

[3-05] COBOL V5 INSTANT ... 

[3-08] COBOL V5 INSTANT . 

[3-11] COBOL V5 INSTANT . 

[4-02] CYBER 120-40 INSTALLATION (DISCONTINUED) 

[4-05] IRIS USERS GD V0L.1 (UNIX) (OBSOLETE REPLACED BY 60000363) 

[4-03] USING AOS/VS TCP . 

[4-03] USING AOS/VS INTERNET .... 

[4-03] MANAGING & OPERATING AOS/VS INTERNET . 

[4-06] PRECISE*I/E OVERVIEW . 

[1-31] HMM VOL.l (OPER/PARTS DATA)(OBSOLETE REPL.BY 83327110 & 83327120) 

[1-32] HMM VOL.l (OPER/PARTS DATA)(OBSOLETE REPL.BY 83327110 & 83327120) 

[1-32] HMM VOL.l (OPER/PARTS DATA)(OBSOLETE REPL.BY 83327110 & 83327120) 

[1-30] PA1A2/1A3 XMD DIAGRAMS MANUAL . 

[1-30] PA2A2 XMD DIAGRAMS MANUAL . 

[1-30] PA1A4/1A5/1A8 XMD DIAGRAMS MANUAL .. 

[4-04] GUIDE FOR THE DISK DRIVE OPERATOR EXPANDABLE MODULE (XMD'S) . 

[1-30] PA1A7/1A9 XMD DIAGRAMS MANUAL ... 

[1-32] HMM VOL.l (OPER/PARTS DATA) (OBSOLETE REPL. BY 83327110,83327140) 

[1-23] FA7B5 (GH6A1/2,9057-321) CM3 DISK SUBSYS CTRL MOD HMM . 

[1-30] PA2A7 XMD DIAGRAMS MANUAL . 

[1-32] PA5XX FSD PARTS DATA MANUAL . 

[1-32] PA5XX FSD USERS (SMD INTERFACE) . 

[1-32] PA5XX FSD USERS (SDI INTERFACE) . 

[1-32] PA5R2 FSD USERS (IPI INTERFACE) ... 

[3-19] ANSYS VERIFICATION (OBSOLETE NO REPLACEMENT) 

[3-20] DISSPLA POCKET GO (OBSOLETE NO REPLACEMENT) 

[3-19] LINK USER GO .. 

[3-19] NOS 2 RM . 

[3-20] CIA RM (NO LONGER AT LDS - ORDER FROM ETA) 

[1-09] BS231-A SNSS BACKPANEL LISTINGS HMM . 

[2-14] CHASSIS 1 & 2 C/O TABS W/L (AD115-C/D,AD116-B) . 

[2-14] CHASSIS 1 & 2 CROSSTABS (ADn5-C/0,ADll6-B) . 

[2-14] CHASSIS 3 C/O TABS W/L (AD115-C/D,AD115-A&B W/AT500-A&B) . 

[2-14] CHASSIS 3 CROSSTABS (AD115-C/0, AD115-A&B W/AT500-A&B) . 

[1-25] CLASS I DIAGNOSTICS, SMM6X . 


5.00 

48.00 


13.00 

13.00 

15.00 

2.00 

72.00 A/D 
61.00 A/D 


13.00 

13.00 
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7.00 

12.00 

10.00 
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4.00 


9.00 

19.00 

14.00 

13.00 


49.00 


26.00 
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[2-09] POWER DIST/WARNING SYSTEM W/L HMM (810,830) . 14.00 

C [2-07] CYBER 180 CM W/L HMM (840,850,860) . 12.00 

[2-08] C/0 TABS W/L HMM (CP/0) (860) . 40. 

[1-03] A0118-A POWER DIST/WARNING SYSTEM W/L HMM . 18. 

[2-09] CYBER 180 POWER OIST/WARNING SYSTEM W/L HMM (840-860,845S,855S,840A-870A). 18. 

[2-10] CYBER 180 POWER OIST/WARNING SYSTEM W/L HMM (990,990E,995E) . 18. 

[2-05] CABLES W/L HMM (825) .. 14. 
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OKLAHOMA PUBLICATIONS - OKMMPI 


Magnetic Peripherals, Inc. 
10323 West Reno 
Oklahoma City, OK 73127 
Telephone: 405-324-3000 


These are the changes that have taken place in the Magnetic 
Peripherals publications. The publications ARE NOT stocked 
at LDS. 


PUB ID 

REV 

MKT ID 

PUB TYPE 

REMARKS 

77738212 

E 

94166 

Prod Spec 

WREN 

III Disk Drive 

77738216 

B 

94161/166 

OEM Manual 

WREN 

II Disk Drive (ESDI/SCSI 

77738218 

E 

94156 

Prod Spec 

WREN 

II Honeywell Disk Drive 

77738270 

E 

94161 

Prod Spec 

WREN 

III SCSI 

77738346 

D 

94166 

Prod Spec 

Honeywell 5k Rigid Disk 

77738386 

C 

94171 

Prod Spec 

WREN 

IV SCSI 

77765252 

C 

94171 

OEM Manual 

WREN 

4 SCSI 

77765298 

A 

94221 

OEM Manual 

WREN 

V HH SCSI (94221) 

77765300 

B 

94186 

Prod Spec 

WREN 

V ESDI 

77765301 

C 

94186 

OEM Manual 

WREN 

5 OEM Model 94166 (ESDI) 

77765338 

A 

94171-344 

Prod Spec 

WREN 

IV SCSI (94171-344) 
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PRICING SCHEDULE FOR OKLAHOMA CITY PUBLICATIONS 


MARKETING ID 


FINCH 

9410 


t t t t t t t t., t t t 

FALCON 

9414 

WREN 

9415, 94151 
94155, 95156, 94205 
94161, 94166, 94171 
94186, 94211, 94216 
& 94221 

HAWK 

9427 


PHOENIX 

9448 


LARK 

9455, 9457 


FIELD TEST UNIT 
TB118, TB1A2 
& TB1A3 

tt* SEE INDIVIDUAL 


MANUAL TYPE 


HARDWARE MAINTENANCE MANUAL 
APPLICATION NOTE 
PRODUCT SPEC 

INSTALLATION/OPERATORS GUIDE 
EVALUATION GUIDE 

t t t t t t t t t t t t t t t t t t t t 

HARDWARE MAINTENANCE MANUAL 
PRODUCT SPEC 


HARDWARE MAINTENANCE MANUAL 
APPLICATION NOTE 
PRODUCT SPEC 

INSTALLATION/OPERATORS GUIDE 
OEM MANUAL 

HARDWARE MAINTENANCE MANUAL 
APPLICATION NOTE 
PRODUCT SPEC 
OPERATORS GUIDE 

HARDWARD MAINTENANCE MANUAL 
PRODUCT SPEC 
OPERATORS GUIDE 
EVALUATION GUIDE 

HARDWARE MAINTENANCE MANUAL 
APPLICATION NOTE 
PRODUCT SPEC 
INSTALLATION/OPERATION 
OPERATORS GUIDE 

HARDWARE MAINTENANCE MANUAL 
PRODUCT SPEC 


t * t t t * ^ t t t t t t t t t * 
PRODUCT SECTION FOR PUBLICATION NUMBERS 
- 6 ^ 


PRICE 


$15,00 

$5.00 

$ 10.00 

$ 8.00 

$5.00 

* * * 

$50.00 

$ 10.00 

t t * t 


$25.00 

$5.00 

$ 10.00 

$ 8.00 

$ 8.00 

t t t t 

$50.00 

$5.00 

$ 12.00 

$5.00 

t t t t 

$50.00 

$ 12.00 

$5.00 

$5.00 

t t t t 

$25.00 

$5.00 

$ 10.00 

$ 8.00 

$5.00 

t t t t 

$ 10.00 

$ 10.00 


t t t t 







User and Support Documentation Catalog 


PUB-1038 
SUMMER 1988 







ETA Systems, Inc. 


User Documentation Catalog 


Trademarks 


APOLLO and DOMAIN are trademarks of Apollo Computer^ Incorporated 

B.E.S.T. is a trademark of ETA Systems, Incorporated 

BRIDGE is a trademark of Bridge Communications, Incorporated 

CDC is a trademark of Control Data Corporation 

DEC is a trademark of Digital Equipment Corporation 

CODEX is trademark of Motorola 

ETA is a trademark of ETA Systems, Incorporated 

ETHERNET is a trademark of Xerox Corporation 

Genicon is a trademark of Genicon Corporation 

IBIS is a trademark of IBIS Systems, Incorporated 

IBM is a trademark of International Business Machines Corporation 

Internet is a trademark of Communication Machinery Corporation 

STC is a trademark of Storage Technology Corporation 

UNIX is a trademark of the American Telephone and Telegraph Company, Incorporated 
VAX is a trademark of Digital Equipment Corporation 
VAST-2 is a trademark of Pacific-Sierra Research Corporation 


Prepared by: ETA Systems, Incorporated 

Technical Communication Dept. 
1450 Energy Park Drive 
St. Paul, MN 55108 

© 1988 by ETA Systems, Incorporated. 

All rights reserved. 
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About This Catalog... 


About This Catalog ... 

This catalog lists all user documents available to customers and employees of Control 
Data and ETA Systems. Ordering information is given at the back of the catalog. 

• Use the information on page 17, if you are a customer or a Control Data 
employee. 

• Use the information on page 19, if you are an ETA employee. 

Customers who wish more information should write: 

ETA Systems, Incorporated 
1450 Energy Park Drive 
St. Paul, MN 55108 

Attn: Technical Literature Distribution 

All prices are subject to change without notice. This edition of the catalog supersedes all 
previous editions. 


Legend 
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EOS 



This section lists publications for the ETA operating system (EOS), which 
includes the VSOS Programming Environment. The publications support 
EOS Version 1, Release 1.2, installed on an ETAIO supercomputer. 




V.- 





NUMBER 

TITLE 

REV 

PRICE 

PUB-1005 

016617 

ETAIO System Reference Manual 

A 

35.00 

PUB-1006 

007780 

ETAIO System Overview: EOS 

B 

6.00 

PUB-1042 

016631 

Administering the ETAIO System 

02 

5.00 

PUB-1048 

016636 

Replaced by PUB-1255 

- 

- 

PUB-1050 

019512 

CYBER 200 Version 2 Assembler (META) 

A 

25.00 

PUB-1051 

013782 

VSOS Environ VI RM: Cone & Cmds 

B 

20.00 

PUB-1074 
016669 

ETA Debugger (EDB) UG & Ref 

A 

6.25 

PUB-1084 

016675 

VSOS Environ VI Ref. Man.: SIL Calls 

B 

15.00 

PUB-1117 

016698 

Operations Software Reference Manual 

02 

15.00 

PUB-1120 

016701 

Multitasking Library User’s Guide & Reference 

04 

10.00 

PUB-1121 

018265 

Configuration Software Reference Manual 

02 

15.00 

PUB-1226 

019506 

SYMDUMP VI User’s Guide & Reference 

01 

5.00 

PUB-1227 

019507 

ETA VAST-2 VI UG & Ref 

B.Ol 

10.00 

PUB-1229 

019509 

SPY VI User’s Guide 

02 

1.75 

PUB-1231 

019511 

Operations Guide 

03 

6.50 
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NUMBER 

TITLE 

REV 

PRICE 

PUB-1255 

FORTRAN 77 VI Reference Manual 

01 

17.25 

030206 




PUB-1267 

CYBIL Reference Manual 

A 

17.25 

030218 
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ETA System V 




This section lists publications for the ETA System V operating system. 
The publications support ETA System V Release 1.0, installed on an 
ETAIO supercomputer. 


NUMBER 

TITLE 

REV 

PRICE 

PUB-1005 

016617 

ETAIO System Reference Manual 

A 

35.00 

PUB-1029 

018263 

C: A Reference Manual 

2nd Ed. 

25.00 

PUB-1048 

016636 

Replaced by PUB-1255 

- 

- 

PUB-1065 

016650 

Programming in C (a user’s guide) 

1st Ed. 

24.00 

PUB-1066 

016651 

A Practical Guide to UNIX® System V 

1985 

26.00 

PUB-1120 

016701 

Multitasking Library User’s Guide Reference 

04 

10.00 

PUB-1227 

019507 

ETA VAST-2 VI UG & Ref 

B.Ol 

10.00 

PUB-1232 

019513 

ETAIO System Overview: ETA System V 

A 

3.00 

PUB-1255 

030206 

FORTRAN 77 VI Reference Manual 

01 

17.25 

PUB-1256 

030207 

ETA System V Programmer’s Guide 

01 

43.00 

PUB-1257 

030208 

ETA System V Programmer’s Reference Manual 

03 

45.00 

PUB-1258 

030209 

ETA System V Operations/Administration Guide 

01 

32.25 

PUB-1259 

030210 

ETA System V Sys Admin Reference Manual 

03 

20.00 

PUB-1260 

030211 

ETA System V User’s Guide 

01 

31.50 

PUB-1261 

030212 

ETA System V User’s Reference Manual 

03 

25.00 
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ETAIO Support 




This section lists publications for the support and maintenance of the 
ETAIO supercomputer. Both air-cooled and super-cooled models are 
covered in the list. 


NUMBER 

TITLE 

REV 

PRICE 

PUB-1041 

014330 

Site Planning Guide for the ETAIO Super-Cooled 

System 

B 

10.00 

PUB-1081 

016670 

Replaceable Parts for the ETAIO Super-Cooled 

System 

02 

10.00 

PUB-1105 

016688 

Site Planning Guide for the ETAIO Air-Cooled System 

B 

10.00 

PUB-1108 

016691 

Removal & Replacement Procs. ETAIO A-C System 

02 

10.00 

PUB-1111 

016694 

Replaceable Parts for ETAIO Air-Cooled System 

MAYS 8 

9.00 

PUB-1118 

016699 

Utilities Software Reference Manual 

A.02 

23.00 

PUB-1119 

016700 

Diagnostics Software Reference Manual 

04 

25.00 

PUB-1132 

018276 

CYBER 200/Model 205 Refrigeration System 

C 

22.00 

PUB-1139 

019419 

Using TELNET/FTP 


15.00 

PUB-1140 

019420 

Managing TCP/IP-Based Communication 


25.00 

PUB-1145 

019425 

DOMAIN System User’s Guide 


35.00 

PUB-1146 

019426 

DOMAIN System Command Reference 


45.00 

PUB-1147 

019427 

Administering DOMAIN System 


35.00 

PUB-1158 

019438 

Installing DOMAIN Software 


25.00 

PUB-1159 

019439 

Unpacking/Installing DSP80A/DSP90 


15.00 
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NUMBER TITLE 


REV PRICE 


PUB-1161 

019441 

Servicing the DSP80A/DSP90 


150.00 

PUB-1162 
019442 

Servicing DOMAIN Series 3000 


150.00 

PUB-1163 
019443 

DOMAIN 3000 Tech Reference 

01 

35.00 

PUB-1164 
019444 

Comm Srvr: Getting Started (BR) 

1984 

10.00 

PUB-1165 
019445 

Comm Srvr: User’s Guide (BR) 

AUG86 

10.00 

PUB-1166 
019446 

Comm Srvr; Plan & Install (BR) 


10.00 

PUB-1167 
019447 

Network Cntrl Srvr Instl & Oper’ns (BR) 

MAYS 5 

10.00 

PUB-1168 

019448 

Ethernet System Cable Guide (BR) 

DEC84 

10.00 

PUB-1169 
019449 

CS/l-SNA Support Guide (BR) 

DEC84 

10.00 

PUB-1170 
019450 

SW Tech Reference: vol 1 (BR) 

MAY85 

50.00 

PUB-1171 
019451 

SW Tech Reference: vol 2 (BR) 

JUN84 

50.00 

PUB-1172 
019452 

SW Tech Reference: vol 3 (BR) 

JUL83 

50.00 

PUB-1173 
019453 

LAN Planning Guide (BR) 


25.00 

PUB-1174 

019454 

Conn. Service User’s Quick Reference (BR) 

1985 

3.50 

PUB-1175 

019455 

Internet User’s Manual (CMC) 


20.00 

PUB-1176 
019456 

Internet User’s Guide (CMC) 

JAN85 

20.00 

PUB-1177 
019457 

Internet System Manager’s Guide (CMC) 

JAN85 

20.00 

PUB-1178 
019458 

Internet Reference Manual (CMC) 


20.00 

PUB-1179 
019459 

■ DRN-1700 LANSCAN Ethernet UG (CMC) 


20.00 

PUB-1180 

019460 

ENP-44 User’s Guide (CMC) 

MAY85 

20.00 
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NUMBER 

TITLE 

REV 

PRICE 

PUB-1181 

019461 

ENP K1 SW User’s Guide (CMC) 


20.00 

PUB-1182 
019462 

ENP Debugger User’s Guide (CMC) 


20.00 

PUB-1183 

019463 

VAX/VMS TCP/IP/ENP Installation (CMC) 


20.00 

PUB-1184 

019464 

VAX/VMS TCP/IP/ENP Interface (CMC) 


20.00 

PUB-1185 

019465 

Internet Programming Guide (CMC) 

AUG85 

20.00 

PUB-1186 

019466 

ENP-10 User’s Guide (CMC) 

OCT85 

20.00 

PUB-1187 

019467 

FSD Hardware Maint Manual, vol 1 

K 

14.00 

PUB-1188 

019468 

FSD Hardware Maint Manual, vol 2 

D 

38.00 

PUB-1189 

019469 

FSD Hardware Maint Manual, vol 3 

G 

36.00 

PUB-1190 

019470 

RSD/FSD Power Supply Diagrams 

A 

4.00 

PUB-1191 
019471 

Guide for Disk Drive Operator 

A 

2.00 

PUB-1192 

019472 

FSD Reference Card 

D 

3.00 

PUB-1193 

019473 

FSD Microcircuits, vol 1 

R 

33.00 

PUB-1194 

019474 

FSD Microcircuits, vol 2 

A 

24.45 

PUB-1195 

019475 

380-170 NAD Hardware Maint Manual 

Y 

44.00 

PUB-1196 

019476 

380-170 NAD Hardware Reference Manual 

J 

10.00 

PUB-1197 

019477 

CYBER 70/CDC 6000 I/O Specs 

G 

10.65 

PUB-1198 

019478 

CDC TTL Microcircuits (fiche) 

F 

7.00 

PUB-1199 

019479 

CDC ECU lOK Microcircuits (fiche) 

E 

6.00 

PUB-1200 

019480 

380-110 NAD Hardware Maint Manual 

P 

39.00 
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NUMBER TITLE 


REV _ PRICE 


PUB-1201 

019481 

380-110 NAD Hardware Reference Manual 

F 

8.00 

PUB-1202 

019482 

FJ132-1 Dir Mem Acc Cntlr HMM 

J 

8.00 

PUB-1203 

019483 

380-370 NAD Hardware Maint Manual 

R 

17.00 

PUB-1204 

019484 

380-370 NAD Hardware Reference Manual 

F 

9.00 

PUB-1205 

019485 

CYBER 170-Based LCN Trblshoot’g Guide 

B 

21.00 

PUB-1206 

019486 

Remote Host Facility (RHF) Handbook 

B 

9.00 

PUB-1207 
019487 

RHF Handbook for DEC/VAX/VMS 

B 

17.00 

PUB-1208 

019488 

RHF Handbook for IBM/VMS 

C 

21.00 

PUB-1209 

019489 

Remote Host Facility Usage 

C 

42.00 

PUB-1211 

019491 

Series 7000 Power Distr Tech Manual (CNTRL PWR) 


2.00 

PUB-1212 
019492 

Series 7000 Instln & Oper’n (CNTRL PWR) 


2.00 

PUB-1213 

019493 

Series 1000-Model D UPS with PD (CNTRL PWR) 


2.00 

PUB-1214 

019494 

GEK 88440C User’s Manual 

JUN86 

35.00 

PUB-1215 

019495 

GENI-253 4400 Functional Spec 

FEB87 

2.00 

PUB-1216 
019496 

GEK 88582 4410-4440 Service Manual 

OCT86 

75.00 


PUB-1217 GENI-428 4000 Series Parts List ■ - 

019497 

PUB-1237 Installing the ETAIO Air-Cooled System A 10.00 

019518 

PUB-1263 CODEX 2250/2260 Modem 25.00 

030035 


PUB-1273 B.E.S.T. Manual 01 5.00 

030214 
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Peripheral Devices 




This section lists publications describing installation, parts, maintenance, 
and operation of peripheral devices connected to an ETAIO 
supercomputer. The list includes publications for magnetic tape drives and 
disk storage units. 


NUMBER 

TITLE 

REV 

PRICE 

PUB-1131 

018275 

STC Tape Unit Manual Set 

SEP86 

130.00 

PUB-1218 

019498 

IBIS 1400 ISI Vol. I 

NOV86 

40.00 

PUB-1219 

019499 

IBIS 1400 ISI Vol. II 

JAN87 

80.00 

PUB-1220 

019500 

IBIS Chip Description Reference Manual 

JAN87 

30.00 

PUB-1222 

019502 

IBIS 1400 Schematic Diagrams 


30.00 

PUB-1249 

028451 

Sabre V HMD Theory Manual 

B 

16.00 

PUB-1250 

028452 

Sabre V HMD Parts Data Manual 

C 

4.00 

PUB-1251 
028453 

Sabre V HMD User’s Manual 

B 

12.00 

PUB-1252 

028454 

Sabre V HMD Maintenance Manual 

B 

20.00 

PUB-1253 

028455 

Sabre V HMD Diagrams Manual 

A 

18.00 

PUB-1254 

028456 

Sabre V HMD Reference Card 

A 

4.00 

PUB-1293 

031712 

887-1 Disk Drive HRM 

B 

10.00 

PUB-1294 

031713 

887-1 Disk Drive HMM 1 (Opems/Parts) 

B 

18.00 

PUB-1295 

031714 

887-1 Disk Drive HMM 2 (Theory Opems) 

A 

15.00 
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TITLE 

REV 

PRICE 

PUB-1296 

031715 

887-1 Disk Drive HMM 3 (Diagrams) 

A 

17.00 

PUB-1297 

031716 

887-1 Disk Drive HMM 4 (NeUist) 

B 

15.00 

PUB-1298 

031717 

887-1 Disk Drive Reference Card 

A 

6.00 
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CDC CYBER Systems 


This section lists publications for the Control Data CYBER computer 
systems. The list includes publications for VSOS installed on a CYBER 
205, NOS installed on the CYBER 180 series, and SUBWAYsystem. 


NUMBER 

TITLE 

REV 

PRICE 

PUB-1002 

007778 

Operator’s Guide to SUBWAYsystem 

A 

5.75 

PUB-1003 

007779 

User’s Guide to SUBWAYsystem 

A 

4.75 

PUB-1007 

007781 

CAP 1.0 Ref Man for CYBER 205 

B 

5.75 

PUB-1008 
007782 

CRISP Tools for CYBER 180/NOS 

B 

5.75 

PUB-1010 

016618 

SYMDUMP 1.0 Ref Man for CYBER 205 

A 

5.50 

PUB-1023 

015967 

MOVIE.BYU User’s Guide for the CYBER 205 

06 

2.00 

PUB-1055 

007784 

Installation Guide to SUBWAYsystem 

03 

5.25 

PUB-1057 

007785 

CIA Reference Manual for CYBER 205 

A 

5.50 

PUB-1059 

016542 

CRISP Tools for the CYBER 200/VSOS 

A 

5.25 

PUB-1060 

007786 

Replaced by PUB-1227 

- 

- 

PUB-1062 

007787 

CRISP: Overview 

B- 

4.50 

PUB-1079 

015794 

CYBER 205 Tutorial 

A 

14,00 

PUB-1080 

015968 

MOVIE.BYU Installation Guide 

04 

2.00 

PUB-1227 

019507 

ETA VAST-2 VI UG & Ref 

B.Ol 

10.00 

PUB-1233 

019514 

RWI Installation & Operations Guide 

03 

3.00 
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NUMBER TITLE 

REV 

PRICE 

PUB-1234 RWI User’s Guide 

03 

3.00 

019515 
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NUMBER 

TITLE 

REV 

PRICE 

PUB-1005 

016617 

ETA 10 System Reference Manual 

A 

35.00 

PUB-1038 

021745 

User Documentation Catalog 

Summer 1988 

2.00 

PUB-1285 

030486 

1-inch black vinyl 3-ring binder, 8-1/2 x 11” 


2.50 

PUB-1286 

030487 

1-1/2-inch black vinyl 3-ring binder, 8-1/2 x 11” 


3.00 

PUB-1287 

030488 

2-inch black vinyl 3-ring binder, 8-1/2 x 11” 


3.50 

PUB-1291 

031699 

2-1/2-inch black vinyl 3-ring binder, 8-1/2 x 11” 


3.75 

PUB-1292 

031700 

3-inch black vinyl 3-ring binder, 8-1/2 x 11” 


4.25 
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Forthcoming Titles 


Forthcoming Titles 

TITLE 

ETA FORTRAN Version 1 Reference Manual 
Maintaining the ETAIO Air-Cooled System 
Historian Version 1 User’s Guide & Reference 
Multitasking Library Version 1 User’s Guide & Reference 
Operating the ETAIO System 
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User Documentation Catalog 


CustomerICDC Orders 


Ordering Information: Customer/CDC Orders 

This order form is for customers of CDC/ETA and CDC employees. 

To order any book listed in this catalog, fill in this form, or your company’s purchase order, cut it 
out, place it in an envelope, and mail it to the address on this form. Prices include shipping and 
handling to the United States and Canada.f 


Technical Literature Distribution 
ETA Systems, Inc. 

1450 Energy Park Drive 
St. Paul, MN 55108 


QTY PUB NO. TITLE PRICE* TOTAL 
































*AJ1 prices quoted are U.S. dollars. Total 

Remit payment in U.S. dollars only. a jj o o i -xi 

Prices are subject to change without Add State Sales Tax 

notice. 

Total Remitted 



METHOD OF PAYMENT 

Make checks payable to 
ETA Systems, Inc. 


I I Check (included) 

I I Purchase order (attach P.O.) 
□ Money order 


Name_!_ 

Position __ Phone__ 

Company_^_ 

Address__ 

City_ State_ Zip 


t For overseas orders, add $3.00 
postage and handling for the first 
book, and $1.00 for each additional 
book. 


ORDER NUMBER 

To order books by P.O. call 1-612-642-8948. 

Phone lines are open from 8:00 A.M. to 5:00 P.M., 
Central time. 
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ETA Orders 


Ordering Information: ETA Orders 


This ordering information is for ETA employees. 

ETA employees must place their orders with their departmental secretaries. The order 
must specify the PUB number, the part number, and the title. An ETA project number 
is required to process any order for publications. See your departmental secretary for 
more information. 
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Numerical Index 


Publications are listed in numerical order by PUB number. References are 
to the page numbers where the publications are listed. 


NUMBER TITLE _ PAGE 

PUB-1002 Operator’s Guide to SUBWAYsystem 11 

PUB-1003 User’s Guide to SUBWAYsystem 11 

PUB-1005 ETAIO System Reference Manual 1, 3, 13 

PUB-1006 ETAIO System Overview: EOS .1 

PUB-1007 CAP 1.0 Ref Man for CYBER 205 11 

PUB-1008 CRISP Tools for CYBER 180/NOS 11 

PUB-1010 SYMDUMP 1.0 Ref Man for CYBER 205 11 

PUB-1023 MOVIE.BYU User’s Guide for the CYBER 205 11 

PUB-1029 C: A Reference Manual 3 

PUB-1038 User Documentation Catalog 13 

PUB-1041 Site Planning Guide for the ETAIO Super-Cooled System 5 

PUB-1042 Administering the ETAIO System 1 

PUB-1048 Replaced by PUB-1255 1. 3 

PUB-1050 CYBER 200 Version 2 Assembler (META) 1 

PUB-1051 VSOS Environ VI RM: Concepts & Commands 1 

PUB-1055 Installation Guide to SUBWAYsystem 11 

PUB-1057 CIA Reference Manual for CYBER 205 11 

PUB-1059 CRISP Tools for the CYBER 200/VSOS 11 

PUB-1060 Replaced by PUB-1227 11 

PUB-1062 CRISP: Overview 11 

PUB-1065 Programming in C (a user’s guide) 3 

PUB-1066 A Practical Guide to UNIX® System V 3 

PUB-1074 ETA Debugger (EDB) UG & Ref 1 
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NUMBER TITLE _ PAGE 

PUB-1079 CYBER 205 Tutorial 11 

PUB-1080 MOVIE.BYU Installation Guide 11 

PUB-1081 Replaceable parts for the ETAIO Super-Cooled System 5 

PUB-1084 VSOS Environ VI Ref. Man.: SIL Calls 1 

PUB-1105 Site Planning Guide for the ETAIO Air-Cooled System 5 

PUB-1108 Removal & Replacement Procs for ETAIO Air-Cooled System 5 

PUB-1111 Replaceable Parts for ETAIO Air-Cooled System 5 

PUB-1117 Operations Software Reference Manual 1 

PUB-1118 Utilities Software Reference Manual 5 

PUB-1119 Diagnostics Software Reference Manual 5 

PUB-1120 Multitasking Library User’s Guide & Reference 1, 3 

PUB-1121 Configuration Software Reference Manual 1 

PUB-1131 STC Tape Unit Manual Set 9 

PUB-1132 CYBER 200/Model 205 Refrig System 5 

PUB-1139 Using TELNET/FTP 5 

PUB-1140 Managing TCP/IP-Based Communication 5 

PUB-1145 DOMAIN System User’s Guide 5 

PUB-1146 DOMAIN System Command Reference 5 

PUB-1147 Administering DOMAIN System 5 

PUB-1158 Installing DOMAIN Software 5 

PUB-1159 Unpacking/Installing DSP80A/DSP90 5 

PUB-1161 Servicing the DSP80A/DSP90 6 

PUB-1162 Servicing DOMAIN Series 3000 6 

PUB-1163 DOMAIN 3000 Tech Reference - 6 

PUB-1164 Comm Srvr: Getting Started (BR) 6 

PUB-1165 Comm Srvr: User’s Guide (BR) 6 

PUB-1166 Comm Srvr: Plan & Install (BR) 6 

PUB-1167 Network Cntrl Srvr Instl & Oper’ns (BR) 6 

PUB-1168 Ethernet System Cable Guide (BR) 6 

PUB-1169 CS/l-SNA Support Guide (BR) 6 
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NUMBER TITLE 


PAGE 









PUB-1170 
PUB-1171 
PUB-1172 
PUB-1173 
PUB-1174 
PUB-1175 
PUB-1176 
PUB-1177 
PUB-1178 
PUB-1179 
PUB-1180 
PUB-1181 
PUB-1182 
PUB-1183 
PUB-1184 
PUB-1185 
PUB-1186 
PUB-1187 
PUB-1188 
PUB-1189 
PUB-1190 
PUB-1191 
PUB-1192 
PUB-1193 
PUB-1194 
PUB-1195 
PUB-1196 
PUB-1197 
PUB-1198 
PUB-1199 


SW Tech Reference: vol 1 (BR) 

SW Tech Reference: vol 2 (BR) 

SW Tech Reference: vol 3 (BR) 

LAN Planning Guide (BR) 

Conn. Service User’s Quick Reference (BR) 
Internet User’s Manual (CMC) 

Internet User’s Guide (CMC) 

Internet System Mgr’s Guide (CMC) 
Internet Reference Manual (CMC) 
DRN-1700 LANSCAN Ethernet UG (CMC) 
ENP-44 User’s Guide (CMC) 

ENP K1 SW User’s Guide (CMC) 

ENP Debugger User’s Guide (CMC) 
VAX/VMS TCP/IP/ENP Instln (CMC) 
VAX/VMS TCP/IP/ENP Interface (CMC) 
Internet Programming Guide (CMC) 

ENP-10 User’s Guide (CMC) 

FSD Hardware Maint Manual, vol 1 
FSD Hardware Maint Manual, vol 2 
FSD Hardware Maint Manual, vol 3 
RSD/FSD Power Supply Diagrams 
Guide for Disk Drive Operator 
FSD Reference Card 
FSD Microcircuits, vol 1 
FSD Microcircuits, vol 2 
380-170 NAD Hardware Maint Manual 
380-170 NAD Hardware Reference Man 
CYBER 70/CDC 6000 I/O Specs 
CDC TTL Microcircuits (fiche) 

CDC ECL lOK Microcircuits (fiche) 


6 

6 

6 

6 

6 

6 

6 

6 

6 

6 

6 

7 

7 

7 

7 

7 

7 

7 

7 

7 

7 

7 

7 

7 

7 

7 

7 

7 

7 
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NUMBER TITLE PAGE 

PUB-1200 380-110 NAD Hardware Maint Manual 7 

PUB-1201 380-110 NAD Hardware Reference Man 8 

PUB-1202 FJ132-1 Dir Mem Acc Cndr HMM 8 

PUB-1203 380-370 NAD Hardware Maint Manual 8 

PUB-1204 380-370 NAD Hardware Reference Man 8 

PUB-1205 CYBER 170-Based LCN Trblshoot’g Guide 8 

PUB-1206 Remote Host Facility (RHF) Handbook 8 

PUB-1207 RHF Handbook for DEC/VAX/VMS 8 

PUB-1208 RHF Handbook for IBM/VMS 8 

PUB-1209 Remote Host Facility Usage 8 

PUB-1211 Series 7000 Power Distr Tech Manual (CNTRL PWR) 8 

PUB-1212 Series 7000 Instln & Oper’n (CNTRL PWR) 8 

PUB-1213 Series 1000-Model D UPS with PD (CNTRL PWR) 8 

PUB-1214 GEK 88440C User’s Manual 8 

PUB-1215 GENI-253 4400 Functional Spec 8 

PUB-1216 GEK 88582 4410-4440 Service Manual 8 

PUB-1217 GENI-428 4000 Series Parts List 8 

PUB-1218 IBIS 1400 ISI Vol. I 9 

PUB-1219 IBIS 1400 ISI Vol. II 9 

PUB-1220 IBIS Chip Description Reference Manual 9 

PUB-1222 IBIS 1400 Schematic Diagrams 9 

PUB-1226 SYMDUMP VI User’s Guide & Reference 1 

PUB-1227 ETA VAST-2 VI UG & Ref 1, 3, 11 

PUB-1229 SPY VI User’s Guide ‘ 1 

PUB-1231 Operations Guide 1 

PUB-1232 ETAIO System Overview: ETA System V 3 

PUB-1233 RWI Instl’n & Opem’s Guide 11 

PUB-1234 RWI User’s Guide 12 

PUB-1237 Installing the ETAIO Air-Cooled System 8 

PUB-1249 Sabre V EMD Theory Manual 9 


24 


PUB-1038 SUMMER 1988 



User Documentation Catalog 


Numerical Index 


NUMBER 

TITLE 

PAGE 

PUB-1250 

Sabre V HMD Parts Data Manual 

9 

PUB-1251 

Sabre V HMD User’s Manual 

9 

PUB-1252 

Sabre V HMD Maintenance Manual 

9 

PUB-1253 

Sabre V EMD Diagrams Manual 

9 
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